OLYMPIC 

725 SO. WESTLAKE 

200 Rooms • All 
Ratio Court 
Modorat • Ratos 


HOTEL 

LOS ANGELES 5 
With Bath 
Sightseeing Tours 
Froo Parking 
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OLYMPIC HOTEL 

725 SO. WESTLAKE AVENUE 
LOS ANGELES - CALIFORNIA 
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Official Hotel 










































































